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SUBJECT: ENERGY: PACIEIC LIGHTING DEVELOPMENTS 

ON APRIL 8 PACIFIC LIGHTING BOARD CHAIRMAN RENSCH WAS 
SPOKESMAN FOR A GROUP OF PROSPECTIVE EAST AND WEST COAST 
LNG IMPORTERS AT AN HOUR-LONG MEETING WITH SECRETARY MORTON 
AND A SPECIAL ASSISTANT TO FEA ADMINISTRATOR ZARB. OTHER 
FIRMS REPRESENTED WERE TEXAS EASTERN AND BROOKLYN UNION 
GAS. MORTON REPORTEDLY REQUESTED A LETTER SUMMARIZING 
THEIR VIEWS AND INDICATED HE WOULD PROBABLY LIKE TO CON- 
VENE GROUP AGAIN IN TWO/THREE WEEKS. KISSINGER 
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